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SCIENCE. 



THE WINGED PHYLLOXERA. 

J. S. Hyde, of Santa Rosa, California, a few days since, 
while examining some grape-vine roots infested with the 
phylloxera remarked to some friends present that there 
was little danger of a rapid spread of this pest, as the 
insect, in its winged form, had not yet appeared. The 
words had scarcely passed from his lips when one of the 
gentlemen cried out : " I see one with wings now !" 
On a more careful examination eight full-winged speci- 
mens were found ; the next day four other specimens 
were discovered. Several of these insects were sent 
to Dr. Hilgard of the State University for examination. 

The above announcement by Dr. Hyde is very 
interesting, and not the less so from the fact that the 
insects he sent to Prof. Hilgard, although truly a winged 
form, were sterile, and not capable of spreading the 
destruction which our vine-growers fear. In order to 





Fig. i. 



Fig. 2. 



show the difference between the fertile and infertile 
winged-forms, we have reproduced engravings from 
Prof. Riley's drawings of the phylloxera which show 
clearly the distinction between the two. Fig. i is the 
fertile winged female, which thus far has not been 
observed in this State, unless some of the insects 
retained by Dr. Hyde are of this form. Fig. 2 shows 
the outline of each of the five specimens received by 
Prof. Hilgard. It will be observed that in the fertile 
winged female the abdomen is prolonged and that the 
body is about half as long as the whole insect, wings 
included, and is of a tapering, rounded form. In the 
sterile, the body is rarely one-third the length of the 
whole insect, and the abdomen is abruptly contracted, 
as shown in the engraving. 

Concerning the finding of the sterile winged form by 
Dr. Hyde, Prof. Hilgard spoke at the meeting of the Hor- 
ticultural Society as follows : " After all the matter still 
rests pretty much as we conjectured two years ago. I 
then stated that either the winged phylloxera was not 
here at all, or in very small numbers. There are five or 
six varieties of the insect non- winged, which live on the 
roots, and which produce a winged form towards autumn, 
which, like the wingless form, is simply a female which 



lays eggs without any connection on the part of the male. 
The winged female is simply an egg-layer, like the others. 
She lays a few eggs only. Some of these eggs produce 
males and others females. It seems to be necessary that 
there should be a kind of renovation of the race in that 
way. The winged insect is dangerous, of course, because 
it is capable of flying to some extent. In Europe the 
winged form has been known to traverse a distance of 30 
or 40 miles at one jump, leaving districts between unaf- 
fected. In Sonoma the progress of the pest has been 
slow, and it has been thought that the winged insect was 
absent. The winged forms produce only two varieties- 
one fertile, the other infertile . I understand that in othe> 
countries the proportion of infertile insects is small. Of 
the eight specimens sent me by Dr. Hyde, I find that five 
are of the infertile kind. I infer, therefore, from the evi- 
dence thus far produced, that the spread of the pest will 
still be comparatively slow, depending upon the kinds 
that crawl instead of those that fly." 

The announcement of Dr. Hyde, which was made to 
the Rural Press, will doubtless induce a still wider search 
for the winged insect. We shall be pleased to receive any 
specimens which may come to the eyes of our readers to 
determine their exact standing. 



INSTANTANEOUS 



PHOTOGRAPHY 
LOON. 



IN A BAL- 



Paul Demarets. 



Since the memorable day when the bold Pilatre de 
Rozier and the Marquis d'Arlandes left the earth for the 
first time, up to the present, all aerial travelers have been 
struck with the clearness with which the celestial land- 
scapes have opened up to their view. The idea of em- 
ploying photography to fix these admirable contours is 
contemporaneous, so to speak, with the invention of 
Niepce and Daguerre. 

To M. Nadar belongs the credit of making the first 
attempts, and to M. Dagon the merit of remarkable exe- 
cution in bringing the ascensions under control. But in 
spite ot these successes, thanks to the generous aerial 
hospitality of M. Henry Giffard, one would think that the 
fixation, at a distance, of celestial landscapes upon a 
sensitized plate in a balloon, was a mere chimera. In 
fact the rapidity of the motion of the aerostatic globe, and 
the rotation about its axis, would seem insurmountable 
obstacles. 

Attention has been recently directed to the rapidity of 
impression which may be attained, and which I believe I 
have increased by the aid of certain re-agents ; but one 
difficulty still to be surmounted was the want of some 
means by which the operculum could be closed with such 
rapidity that the operation would take only a fraction of a 
second. 

The readers of L y Electricity know how M. Stein, the 
able experimentalist of Frankfort, sought for a solution 
of this problem. It has also described the ingenious 
apparatus which M. Janssen has made use of in his 
observatory at Mendon, by which he has secured 
great rapidity of action on burning a thread of silk which 
held the mechanism in position. But it was impossible 
to use this apparatus in an aerostat, although admirably 
adapted to observation from a fixed position. I should, 
therefore, have been unable to employ this method if the 
idea had not occurred to me of using electricity by the 
aid of the mechanism I am about to describe. 

I take a ring, in the centre of which my objective is 
fixed, normally and solidly, and for the sake of illustra- 
tion, we shall suppose it to be horizontal. A spring, at- 
tached to an arc, situated at the centre and parallel with 
the objective, presses a horizontal plate, parallel with the 
ring of the base. This plate bears a shoulder which 
rests upon a vertical piece of iron. This has a vertical 
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motion within a solenoid. As soon as the current passes 
it is obliterated by virtue of the attraction, of which Mr. 
Page and Mr. Bpurbouze have made such intelligent use. 
The plate, meeting no resistance, turns just as it reaches 
the shoulder. L can give to the spring any tension what- 
ever,, so: that the time the movable plate takes to make a 
half or quarter revolution can be regulated at will. The 
impression is taken during the passage of the aperture 
in the movable plate across the aperture in the fixed plate. 
It is easily understood how it may be possible to shorten 
the time of passage, either by substituting a simple slit or 
by increasing the tension of the spring. 

In order to estimate the time precisely during which 
an impression is taken, certain experiments are necessary 
which I have not yet been able to carry out, and which 
are of the most delicate kind. I may say that this time 
appears to me not to exceed eight or ten hundredths of a 
second. Should it be found that it is only one half of a 
hundredth, I shall not be at all surprised ; for the clear- 
ness with which I have obtained my images proves the 
exposure to be so short, that, when the aerostat is moving 
six to ten metres in a second, it does not traverse any 
perceptible space while the aperture is uncovered. 

A photograph taken at Rouen, in the vertical posi- 
tion, and with by no means favorable circumstances (it 
was after six o'clock in the evening), shows all the objects 
contained in a surface of three hundred metres square. 
I should think that I was then at a distance of noo 
metres from the earth. 

Thanks to the excellent instrument of M. Trouve the 
weight of my apparatus is only 700 grammes, and is so 
manageable that after having made a part of the con- 
nection I have obtained a marvellous view of the Seine, 
showing all of its numerous windings, even to Ouilliboeuf, 
and perhaps still farther. — UElectricitd, 



MR. BRAMWELL ON THE PERKINS SYSTEM. 

In view of the report about to be made by order of the 
United States Government, on what is called the Perkins 
system, employed by the " Anthracite" the little screw 
steam yacht which recently crossed the Atlantic with so 
much success, the following report made by Mr. Bram- 
well at the request of the Perkins Engine Company be- 
fore the departure of the yacht, may be of interest to 
engineers and those interested in steam navigation. 
The engines of the vessel, like her boilers, are of 
peculiar type, and are the invention of Mr. Loftus 
Perkins — of the direct acting inverted pattern with 
surface condensation. They consist of two cylin- 
ders, the after of which is bored in two diameters. 
The smaller diameter bore forms the high pressure 
cylinder, and receives steam from the boiler during the 
first half of the down stroke ; the larger diameter is the 
medium or intermediate cylinder, and is supplied at the 
upstroke with the steam used in the smaller bore during 
the preceding downstroke. The exhaust from the large 
bore passes into a chamber, and thence to the low pres- 
sure or forward c>linder, giving a total expansion of 
thirty-two times. The distribution of steam in the after 
cylinder is effected by three lifting double-beat valves of 
somewhat peculiar construction, but the low pressure or 
forward cylinder is fitted with an ordinary slide-valve, 
having an expansion valve on its back. The condenser 
is fitted with galvanised wrought-iron tubes, rising verti- 
cally from a tube plate, and having closed tops. Within 
these tubes are smaller ones, through which the sea- 
water enters and passes down the annular spaces to the 
inlet of the circulating pump. The exhaust steam comes 
into contact with the exterior of the galvanised tubes, 
and, when condensed, is drawn off and returned to the 
hot well surrounding the upper part of condenser. The 
space between the high-pressure piston and the upper 
side of the intermediate piston is in connection with 



the chamber from which the low-pressure chamber is 
supplied with steam. The cylinders and covers are 
heated by steam, which circulates through wrought-iron 
pipes cast into the thickness of the metal, and they are 
also clothed to prevent loss of heat. The boiler is 
formed of rows of horizontal wrought tubes, 3 inches in 
external diameter, connected at frequent intervals by 
vertical thimbles, the whole series being contained in a 
wrought-iron double casing, having the space filled in 
with vegetable black. The boiler is supplied with fresh 
distilled water, a still being fitted in connection with 
the condenser to keep up the supply. The actual 
dimensions of the cylinders are high pressure J% inches, 
diameter, intermediate 15 13-16 inches, and the low 
pressure 22 13-16 inches, the latter alone being double- 
acting. The stroke is 15 inches. These are the chief 
features of the engines. The trial carried out by Mr. 
Bramwell appears to have been confined to taking 
diagrams, and weighing the coal consumed, which was 
done with minute accuracy, the weight of the sacks 
being deducted from the gross total. But Mr. Bramwell 
says that before comparisons can be properly instituted 
between the economy of the engines of the Anthracite 
and those of different construction, the latter should be 
tried with the same rigor as characterised the trial 
of the former. We venture to think, however, that 
engineers will scarcely regard the trial as altogether what 
could be wished, for there are several questions of 
much interest, to which no answer can be found in the 
report. However, 128 diagrams were taken, and the net 
result shows that the consumption per horse-power was 
i.7lb. per hour, — a very good result for engines so small, 
but not quite so low as might have been expected. The 
precautions taken by Mr. Bramwell to obtain a cor- 
rect estimate were complete so far as they went, and his 
report is minute in its details. The throttle- valve, stop- 
valve, and other parts were sealed in the positions to 
which they were placed, and the coals having been 
weighed into sacks, the bunkers were closed and sealed. 
The trial lasted for 12 h. 3 mm., but after the 15th cwt. of 
coal had been used the engines were allowed to run until 
they stopped through the burning down of the fire. For 
10 hours, however, the mean revolutions were 130.7 per 
minute, the average indicated horse-power during nearly 
nine hours being 80.9. The loss of water during the 
whole 12 hours was 23 >£ gallons. The mean pressures 
of the various diagrams were ascertained by dividing the 
areas (obtained with the planimeter) by the length of the 
diagrams, a method which Mr. Bramwell thinks more 
accurate than measuring the height. The engines 
worked with remarkable smoothness and regularity, and 
with the exception of tightening up two glands about an 
hour after the start, there was not a spanner or hammer, 
or any tool used about the engines, nor was a single 
handle shifted during the 12 hours the vessel was under 
way. The link motion was in full gear during the whole 
run, with stop-valve full open, and throttle set so as to 
cause the engines to run about 130 revolutions per minute. 
About one gallon of lard oil was used, the cylinder and 
slide dispensing with lubricant in the Perkins system; 
grease being inadmissible where it is liable to come into 
contact with the steam in these engines. It is reported 
that the Anthracite, in her voyage across the Atlantic, 
used only 20 tons of coal, and 436 gallons of fresh water, 
and it would be of considerable interest, as Mr. Bramwell 
suggests, to have a thorough trial of a compound engine 
of about the same power, viz., from 70 to 90 horse-power. 
In connection with the trial upon which Mr. Bramwell re- 
ports there is a point which we should like to see elucidated. 
The boiler-pressure is supposed to have been somewhere 
about 3601b. on the square inch, but the maximum pres- 
sure on the first piston is only about 2oolb., and the aver- 
age in the first cylinder about i2olb„ a rather serious 
discrepancy, though this ratio of loss is not unknown. 
— Eng, Mech. 



